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THIS IS UNEVALUATED INFORMATION 


Magyar Optikai Muevek was located in the 12th District, Buda 
about 2 or 2- s - kilometers west-southwest of Lane Hid (chain brldae ) 
which crossed tho Danube „ Before 1945, the plant was known as 8 
+ = f ZU ? Xt W£IS constructed in 1938 with English 

capl „„l , „nd at M«at nms, was a joint Hunger ian-English enter- 
? r i 3a - Si nco the war, tho plant has been repaired and enlarged. 

X don t know tho names of any key personnel In the plant, but 
believe that tho chief manager is a Soviet. 

hereunder refer to memory sketch of Buda 
(12th District), the location of Magyar Optikai Muevok en- 
closure (AJ/ 

Point #1 MAGYAR OPTIKAI MTliVEK. 

#2 CS0RS2 Street (name changed). 

#3 and 3a Streets; names unknown. 

#4 MENIKINA JANOS Street (name unchanged). 

#5 ALKOTAS Street (name unchanged), leading southwards to 
balaton and Budaora highway, 

'!^?r I o 0SZi AR Strest (° ld name), now KISS JANOS ALTABORN- 
AGY Street (new name in honor of Lt Gen K J ). 

$ / TWO STORY RRICfk BUILDING, about 80 meters long and 20 
meters wide; low gabled red tile roof. Used as home 
for dn,sr dumb and blind people. The name of this 

hone v... •• ,'aK0K INTE'ZETE. 
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#8 THREE STOP - , RED BRICK BUILDING, about 200 by 100 
motors (in uhe middle ) 0 Lovr gabled red tile roor o 
Section A housed tho Physical Training Instruct- 
or School (TESTNEVELESI FOISKOLA ) e 
Section B was a Red Cross Hospital (VOROS KETESZT 
KORHAZ ) . 

#9 GYORI Street (name unchanged ) Q 

#10 AVAR Street (name unchanged ) 0 

#11 RAILROAD LINE, single track, approximately five trans- 
fer tracks, leading southward towards BALATON Lake * 

#12 RAILROAD TUNNEL, about 150 meters long G 

#13 WOLF KAROLY Street (name unchanged ) 0 

#14 APARTMENT HOUSE BUILDING, three stories high of rod 
brick construction with low gabled red tile roof; 
approximately 100 by 25 meters 0 It housed railroad 
employees and was known as VASUTAS HAZ 0 

#15 OLD CEMETERY, TABANT TEMETO, Point 15A: indicates a 
Soviet War memorial of white marble, about 7 meters 
high 0 

#16 NEW CEMETERY, UJ TABANI TEMETO (old name); NEMETVOLGYI 
TEMETO (now name). Length, approximately 1000 meters; 
width, 500 meters o 

#17 STREET, (name unknown) 

#18 BOSZORMENYI Street (name unchanged). 

#19 CATHOLIC CHURCH, NEMETVOLGYI KAPOLNA. 

#20 THREE STORY BRICK BUILDING, about 30 meters long and 15 
meters wide, with low gabled red tile roof* This build- 
ing housed: a teachers 1 college (TANITO KEPZO ) . 

#21 NEMETVOLGYI Street (name unchanged), leading to BUDA0RS o 

#22 YAROSMAJOR Street (name unchanged) e 

#23 THE PARKAS RETI cemetery (name unchanged) 0 

#24 FIVE STORY, RED BRICK BUILDING; about 100 meters long 

and 40 motors wide, with low gabled red tile L-cof 0 This 
building housed tho municipal offices (Including court- 
house, police, etc* ) of the 12th District (XII DERULE T I 
ELOLJAROSAGjo 

#25 AREA CONTAINING FOUR BUILDINGS which housed the Police 
Officers 1 school (RENDOR AKADEMIA ) e 

#26 TWO HOSPITAL BUILDINGS* 

Build. 1 :.rr A; three stories high, of brick construc- 
tion nd stucco, gray color j about 100 meters long 
an 1 ’ motors wide* 
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Building B: thro* stories, of brick ;ipj, a tun co 
light yeiiow, about .150 meters long and 50 meters 
wide* This building was built after 1945. Both 
hsd low soiled rod tile roofs. Names 
TIo.'.TJ^ IvOhHAZ (Officers hospital), 

#27 MAR V A NY Street (name unchanged ) v 

#28 CONCRETE BRIDGE above railroad tracks. 

#29 AREA OF DELI PALYAUDVAR (name unchanged) railroad sta- 
tion ^ At the beginning of 1951, excavation was uo/mn 
her© lor the BUDA underground railroad 0 211 

#30 KRISTINA K0R Street (naan© unchanged). 

#31 THE MAH VA NY UTCAI KERESKEDELM1 ISKOLA elementary and 

igh 3chool^ lour story brick building about 100 by 520 
motors y with gabled rod tile roof 0 

#32 STREET ( name unknown ) 

#33 THE 12TH DISTRICT MAIN POST OFFICE 9 (F0 P0STA)- seven 

stories high red brick, approximately 200 by 50 Srr 
low gabled rad tile roof, 

#34 ^nf ZE ^ L ^ LMA ^ TER SQUARE: (name unchanged); meeting 
point of all main streetcar line' • ’ B 

#35 FORMER RACE TRACK., After the last war this hollow area 
hk 3 if Lll0d Wit ^ dobris frora bomba d buildings; now being 
changed) * Park ° Nam ° * mZ0 Blod y (name un? 

#36 5?tf2^gf *S , a ffiS2LS WiL' iS JSJFS? 

The factory area was approximately S00 meters lone and 2on 

(i)7“on I t t hrSou°th d8r ^ by C3 ° rf ' Z **"•* Enclosure° tora 

(A}J on the South. There was a villa surrounded by orchards 

Between tno factory fence and the street (Point #sf Enclosure 

(A)) on the western side. I estimate the distance between the 

50°iSeterY 0 %£ nd th ® strao{; 3oint # 3 Enclosure (Aj7 lo be abSut 
. . n0I *' fc barn side of the factory was bordered bv e 

kl®* . r3A ' Enclosure (AjJ. The distance .between the fac- 

Z%iv? mU i a %~ U £ rY 0t {~°i Lnfc , #5 * Enclosure (Aj7 was about 100 
smoke stacks in the vicinity of the factorv 
pnnm bu ?; ldin E v Wns heated centrally by stoam arid had its own tool 
Eaeh°hn???? r0oa road3 lad froni the gates bo the various buildings 

wide • the re f tYf t . fi1 " rroundad a concrete apron about five' matfrs 

wxao, tn© rest of the area was covered with grass* 

Lrmen d ™!^r n ery used in the plant was of British and 

^ ::M ( L fc beli ? V ° that th ** e «ny Soviet 

« El«c..ricity was provided by the city power plant 

? ^ fi ” l3hod products were trr-nsoorted by truck, 

* ba ® rd tbHt bt, : i-'rge part of the prod, cn on went to the Soviet 
Union to b.e usset i or military purpose.;., The tot** number a* *-> 
ploy.es was about '.000, and of this number there \kre aboutkSo 
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appranti ce 3 0 Worn© 
o f f 1 C © 3 o All & 3 s i. v - 

partmont received 
wa«k) 0 Moralo or 
rates * Tho plant 
shift began work a 
hours on Saturdays 
hand, the offices 

/Tha Points listed 
Optikal Muavck, En 


n were employed in both the workshops and the 
tant ien3 cutter, working in the optical de- 
hiyoxit 140 forints per wook (a 40 hour work 
the workers was* low because of the poor pay 
operated in throe 3 hour shifts; the first 
t 0600 hours... It was usually closed .from 1400 

until 0600 hours next Monday. On the other 
opo rated from 1800 until 1600 hours, 

hereunder refer to memory sketch of the Magyar 

closure (B jj 


Point #1 OWE *‘i 0HY WOODEN BUILDING, painted green, about 20 
meters long and i 0 meters wide; low gabled rod tile 
roof. The building was used as a storage house. 

, 2T '; >J<Y BRICK > REINFORCED concrete and yellow 
stucco building, about 40 meters long and 15 meters 
wida Wxth flat roof, probably of concrete construc- 
tion. Oaring the last war, light antiaircraft cions 
wore installed on the roof. The walls were almost 
entirely of windows. The building has a cellar cover- 
ing its whole area. Parts for alarm clocks wore made 
in this building* 

mSSJP STORY BRICK REINFORCED CONCRETE BUILDING COVERED 
^OW STUCCO, about 60 maters long and 20 matora 
wido with flat roof probably of concrete* Light antl- 
aircraf t guna wore Installed on the roof during last 
wai , lh'» walla aro almost entirely covered with windows 
a cellar covered the entire area of building* 

#4 FOUR STORY BUILDING, of the same construction and appear- 
and %n S » U h in £ poin , t3 *8 Rnd #5# about 25 motors long 
? nd L° to 15 motoi ' a wld °« Estimated thickness of walls 
is 40 cm This building housed the administrative and 
®^in«(.«r. l ng sections of the plant. The Chief manager's 
ofixco and the first aid section were located there,, 

#5 SSf ?n°£ Y ™ ICK . BUILDING, covered with yellow stucco; 
about 50 by 30 meters It had a flat roof, probably of 
concrete. It had a cellar covering the whole ansa/ 

Walls were fitted with small (l£ by | motor) windows. 

basement 7 "” Va3 ob301 ' vad ln th ® building, including the 


#6 BUILDING OF THE SAME SIZE AND CONSTRUCTION 
DESCRIBED in POINT #5. Bull ;ngs points #5 
built arcursd 1938 - 1940. 


AS BUILDING 
and #6 were 


. 0> *' EXACTLY THE SAME CONSTRUCTION AND SHAPE AS 
BUILDING. J ii; POINTS #2 and #3. About 40 by 20 meters 

: m/o st°rlos higho This building was conatruct- 
' 1947 0 Hoard that optical Instruments 

ftnd prisms for field glass® 3 , AA # gun a 
•'* pwri scope a wore mad© there 0 This building 
iS - optical dopartme:: , of the plant* 


In arrta 
ad dul l, 
parts. . 
sigM & t 

was b‘>“' •• 
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#8 UNDERGROUND AIR RAID SHELTER , or reinforced concrete, 
built towards the ond of tho last war, probably usabi.e< 
Has only one entrance on th© ©astern side, top was 
covered with earth „ 


#9 STORE HOUSES AND EMPLOYEES MESS HALL. This point in- 
dicates the ar*a whoi*© four or five buildings, of th® 
same construction, shape and approximate slz® aa build- 
ings described in points #2 and #3, were located* 

#10 GATE #2 CP IRON. Tho vehicle section wa3 about three 
motors wide and 1^ motors high 0 The pedestrian sec- 
tion, adlacent to building described in point #6, was 
about two meters wide and ij meters high* 

#11 GATE #1, of the same construction and size aa gate #2 0 
v — ->r -pence SURROUNDING THE ENTIRE FACTORY AREA; about 

... • ^era higho 

#13 CS0RSZ Stroeto I believe th© factory street numbers 
were 40 for gate #2 and 42 for gate #1 0 

#14 CEMETERY (name aa point #16, Enclosure (A)). 

did not see any smoke stack*? jin the factory area 

All th© buildings were central steam v hoatoa 0 Each building had 
its o*ro tool roonio Concrete roadways lad from tho gates to dif- 
ferent buildings 0 Around all buildings thore wore concrete 
aprons about 5 motors wide* The root of the area was covered 
flrith grass and flower bods* The factory aroa seemed to be kept 
in good shape* 


- end - 


Enclosures; (A) Sketch of BUDA (12th District) where subject 
installation was located. 

(B) Sketch of subject installation laycJut "Optical 
Plant - Budapest. v 
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